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Bulletin No. 863 (since 15t" March 2020) 
© Positive Today: 12 #4 Recovered Today: 10 
4 Death Today: 00 4 Active Cases: 160 


S*’’ Sample Positivity today: 1.03% | R% Recovery Percentage: 95.99% 


1. Total cumulative Positive COVID-19 detected since 01.01.2022: 93195 
2. Total Number (%) of COVID-19 Patients Treated/ Cured since 01.01.2022: 89459 (95.99%) 
3. Total Number (%) of COVID-19 patients migrated out of state since 01.01.2022: 3299 (3.54%) 


4. Total Number (%) of COVID-19 Deaths since 01.01.2022: 277 (0.30%) 
5. Number of samples found negative for COVID-19 today: 1156 
6. Total number of samples sent for COVID-19 testing today: 1677 
7. Total number of cumulative samples found negative since 01.01.2022: 1377926 
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Detailed Status of Sample Tested 


: Negative es Positive 
Negative : Positive j 
M Cumulative f Cumulative 
in last 24 3 in last 24 : 
hours Se hours ae 
01.01.2022 01.01.2022 


Details of Districts having Positive COVID-19 Cases 

Almora 4536 4141 3 4 388 
Bageshwar 2093 2003 1 0 89 
Chamoli 3214 3100 5 3 106 
Champawat 1912 1891 0 1 20 
Dehradun 33422 32763 116 176 367 
Haridwar 13170 12900 11 25 234 
Nainital 11398 11305 11 29 53 
Pauri Garhwal 5284 4296 2 18 968 
Pithoragarh 2560 2420 0 4 136 
Rudraprayag 2716 2585 1 2 128 
Tehri Garhwal 2385 2029 1 5 350 
U.S. Nagar 8827 8531 2 5 289 
Uttarkashi 1678 1495 7 5 171 

Total 93195 89459 160 20m, 3299 


Ors Uttarakhand State Control Room 
YS Integrated Disease Surveillance Programme C®&VID-19 
connmie RTA Directorate of Medical Health & Family Welfare, Uttarakhand, Dehradun Uttarakhand State Control Room 


COVID-19 Vaccination 


20 June 2022 


* Sessions Held Today: 844 
* Number of Beneficiaries Vaccinated Today: 7176 
* = Total Number of Beneficiaries Partially Vaccinated: 9044662 
* Total Number of Beneficiaries Fully Vaccinated: 8484538 
* Total Number of Beneficiaries Given Precaution Dose: 661435 
Details of Beneficiaries Vaccinated in Uttarakhand 
A ' Last 24 hrs 
Citizens Health Care Worker Front Line Worker coverage 
Cumulative 
reas 12-14 15-17 15-17 Precaution 1st 
Districts 12-14 18+ years 18+ years ist om ast eel ; 
Yrs aS eS pun 1st Dose 2nd Dose Dose Dose Dose Dose Cc ae Als Scr 
1st Dose Dose Coverage | Coverage Coverage Coverage | Coverage | Coverage | Coverage | Coverage peas 
Almora 18943 11894 29196 23371 384036 357915 6024 6034 9959 9763 44626 16 106 
Bageshwar 9840 6985 14126 13116 186362 172804 2514 2521 2323 2402 29090 5 332 
Chamoli 14946 12553 19715 18898 275219 271586 3988 4022 6494 6634 44174 74 251 
Champawat 10380 6261 13428 11141 184764 172854 2255 2315 7585 7520 18977 376 111 
Dehradun 64002 36240 102128 78375 1579980 1485108 37247 36726 30671 31307 147098 411 628 
Haridwar 69120 17692 81951 45363 1517841 1459108 17787 17628 48463 48454 68952 210 131 
Nainital 40189 22671 52793 40384 758800 739439 14196 14008 20113 20237 62851 274 173 
Pauri 21678 12535 32565 28204 455080 433203 7922 7938 7101 7195 48026 494 358 
Pithoragarh 15845 10467 23696 20206 327726 318875 4095 4112 8321 8416 28186 281 118 
Rudraprayag 8639 6071 12605 11053 174137 160682 2466 2456 2692 2713 18915 33 199 
Tehri 22650 16139 31233 27791 400804 365929 6254 6317 4930 5042 46374 170 399 
US Nagar 60747 43065 92906 83682 1359353 1383040 12494 12620 34795 34034 68697 1214 219 
Uttarkashi 12870 7749 18222 16043 236995 227038 3462 3488 5001 5106 35469 311 282 
Total 369849 | 210322 | 524564 | 417627 | 7841097 | 7547581 | 120704 | 120185 | 188448 | 188823 661435 3869 3307 
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DETAILED STUDY OF COVID-19 STATUS SINCE 15.03.2020 
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SARRATS BINT 


S*’Y Sample Positivity: 4.38% 
RX CFR (%Death): 1.76% 


R% Recovery Percentage: 96.03 % 
44 Migrated Cases: 2.17% 


lls Total cumulative Positive COVID-19 detected: 437980 
2. Total Number of COVID-19 Patients Treated/ Cured: 420609 
35 Total Number of COVID-19 patients migrated out of state: 9516 
4. Total Number of COVID-19 Deaths: 7695 
2, Total number of cumulative samples found negative: 9553679 
6. Total number of cumulative samples tested: 9991659 


Districts wise Status of COVID-19 


Treated/ 


Cured till Cumulative 


Positive 
Cumulative 


District Cumulative Negative 


Cumulative 


samples Tested 


Cumulative 


Date 


Deaths 


Migrated/others 


Almora BZ SiS 304798 16777 15565 200 1009 
Bageshwar 257426 249566 7860 7684 61 114 
Chamoli 357685 342219 15466 15083 65 313 
Champawat 337993 328402 9591 9328 54 209 
Dehradun 2445818 2299664 146154 141365 3703 970 
Haridwar 2586345 2521590 64755 62063 1049 1632 
Nainital 716386 665646 50740 49558 976 195 
Pauri Garhwal 530290 507264 23026 21016 333 1675 
Pithoragarh 287355 274504 12851 12421 186 244 
Rudraprayag 240319 228797 11522 11125 108 288 
Tehri Garhwal 362912 344687 18225 16860 115 1249 
U.S. Nagar 1148078 1101305 46773 44903 766 1102 
Uttarkashi 399477 385237 14240 13638 79 516 

Total 9991659 9553679 437980 420609 7695 9516 


